Index to Volume 65, 1977 


Authors’ names are printed in CAPITrALs, subject 
headings in boldface, and titles of books and 
journals in italics 


Abstracts, see Indexes and abstracts 
Acquisitions 
The operation of a rational acquisitions committee 
(Carter and Palmer), 61-63 
Abas, SCOTT 
Alderson Fry (obituary), 317-318 
reports, 156, 157, 179 
AMBROSE, KAREN 
(with Lawrence Ambrose) Improving library effec- 
tiveness through a sociophysical analysis, 
438-442 
AMBROSE, LAWRENCE, see AMBROSE. KAREN 
AMOSU, MARGARET 
Nigerian libraries (letter), 302-303 
Architecture and building 
New library buildings: Health Sciences Library, 
University of Cincinnati (Lorenzi and 
Bentley), 360-367 
New library buildings: the Augustus Long Health 
Sciences Library of the College of Phy- 
sicians and Surgeons, Columbia University 
(Jones), 277-286 
New library buildings: the Houston Academy of 
Medicine-Texas Medical Center Library 
(Hitt and Lyders), 268-276 
Area health education centers 
and health science library services (West and 
Howard), 368-376 
ASH, JOAN 
(with James E. Morgan) Journal evaluation study at 
the University of Connecticut Health 
Center, 297-299 
Audiovisual materials 
Audiovisual materials: a survey of bibliographic con- 
trols in distributors’ catalogs (McIlvaine and 
Brantz), 17-21 
Classification and audiovisuals (Brantz and Forsman), 
261-264 
Automation of library processes 
Catalog card production with a programmable ter- 
minal (McTigue et al.), 13-16 
Centralized automated cataloging of health science 
materials in the MLC/SUNY/OCLC 
shared cataloging service (Raper), 231-242 
COCTAILS: automated interlibrary loan statistics at 
Health Sciences Library, SUNYAB 
(O’Connell and Miller), 250-254 
AWKARD, JULITAC. 
report, 172-173 


Barrett, Kim 

Obituary (Meyerhoff ), 86 
Barry, JAMES W. 

Periodical prices: U.S. medical titles (letter), 71 
BASLER, THOMAS G., see SPENCER, DOROTHY A. 


Bull. Med. Libr. Assoc. 65(4) October 1977 


Beatty, WILLIAM K. 
Journal Notes, 81-83, 312-316, 405-407, 495-497 
report, 152-153 
review, 399 
BENSCHOTER, REBA ANN 
report, 181-182 
BENTLEY, PATRICIA W., see LORENZI, NANCY M. 
BERGER, WENDY, see GREENBERG, BETTE 
Bess, ELvin D. 
(with Robert T. Divett) A core textbook collection in a 
health sciences library, 287-289 
BLASE, NANcy G. 
Searching MEDLINE for nursing literature (letter), 
396 
Boer, Doris 
report, 170-171 
Book lists 
Selected list of books and journals for the small 
medical library (Brandon), 191-215 
Book Reviews (reviewer's name in parentheses) 
American Men and Women of Science. \3th ed. 
(Schwartz), 305-306 
Ash, Joan, and Stevenson, Michael. Health: A 
Multimedia Source Guide (Sauro), 400 
Basler, Beatrice K., and Basler, Thomas G. Health 
Sciences Librarianship: A Guide to Informa- 
tion Sources (Brodman), 490-491 
Chen, Ching-chih. Applications of Operations Re- 
search Models in Libraries. A Case Study of 
the Use of Monographs in the Francis A. 
Countway Library of Medicine, Harvard 
University (Rees), 305 
. Biomedical, Scientific & Technical Book Re- 
viewing (Woelfl), 487-488 
. Sourcebook on Health Sciences Librarianship 
(Ifshin), 488-489 
Directory of Spoken-Voice Audio-Cassettes, 1976. 
Gerald McKee, ed. (Spencer), 306 
Evans, G. Edward. Management Techniques for Li- 
brarians (Fredericksen), 72 
Fruehauf, Esther L., ed. Shared Services, Shared 
Ideas. Proceedings of the Fourth Annual 
Meeting of the South Central Regional 
Group of the Medical Library Association, 
Dallas, Texas, October 16-18, 1975 
(Crawford), 76-77 
Goldberg, Robert L. A Systems Approach to Library 
Program Development (Stangl), 488 
The Health Sciences Video Directory. Ed. by 
Lawrence Eidelberg (Homan), 486-487 
Hicks, Warren B., and Tillin, Alma M. Managing 
Multi-Media Libraries (Kronick), 484 
Hospital/Health Care Training Media Profiles 
(Strohlein), 484-486 
International Federation for Documentation. Com- 
mittee for Developing Countries. Function 
and Organization of a National Documenta- 


501 


INDEX TO VOLUME 65, 1977 


Book Reviews (continued ) 

tion Centre in a Developing Country (Ruff), 
74-75 

Meiss, Harriet R., and Jaeger, Doris A. Information 
to Authors: Editorial Guidelines Reprinted 
from 141 Medical Journals. 2d ed. 
(Williams), 306-307 

Nation, Earl F.; Roland, Charles G.; and McGovern, 
John P., comps. An Annotated Checklist of 
Osleriana (Wells), 489-490 

Scientific, Engineering, and Medical Societies 
Publications in Print 1976-1977. Ed. by 
James M. Kyed and James M. Matarazzo 
(Eakin), 398-399 

Sewell, Winifred. Guide to Drug Information (Kwan), 
72-73 

Van Nostrand’s Scientific Encyclopedia. Sth ed. Ed. 
by Douglas M. Considine (Beatty), 399 

Wanger, Judith; Cuadra, Carlos A.; and Fishburn, 
Mary. Impact of On-Line Retrieval 
Services: A Survey of Users, 1974-75 
(Maina), 73 

White, Carl M. A Historical Introduction to Library 
Education: Problems and Progress to 1951 
(Vaillancourt), 73-74 

Yannarella, Philip A., and Aluri, Rao. U.S. Govern- 
ment Scientific and Technical Periodicals 
(Roper), 75-76 


Books Received, 77-80, 307-311, 400-404, 491-494 


BOWDEN, VIRGINIA M. 
Inventory of a monograph collection, 445-446 


Bowen, ADA M. 
On-line literature retrieval as a continuing medical 
education course, 384-386 


BRANDON, ALFRED N. 
Gilbert J. Clausman, President, Medical Library 
Association, 1977/1978, 393-395 
Selected list of books and journals for the small 
medical library, 191-215 
BRANTZ, MALCOLM H. 
(with Rick Forsman) Classification and audiovisuals, 
261-264 
see also MCILVAINE, PAUL M. 
BREEDLOVE, ROBERT, see GREENBERG, BETTE 
BRENNEN, PATRICK W., see TONG, JEANNY G. 
Brief Communications, 58-66, 287-299, 377-392, 
443-453 
BRODMAN, ESTELLE 
Jacqueline W. Felter (obituary), 84 
review, 490-491 
Budgets 
Library management in the tight budget seventies: 
problems, challenges, and opportunities 
(White), 6-12 
BUDINGTON, WILLIAM S. 
report, 172 
Building, see Architecture and building 
Bulletin of the Medical Library Association 
Are the editors biased? editorial (Werner), 68 
A citation analysis of the Bulletin of the Medical Li- 
brary Association (Chen), 290-292 
What kinds of articles are you looking for? editorial 
(Lewis), 300 
ByrD, Gary D., see TONG, JEANNY G. 


502 


CALDWELL, WILLIAM H. 
Do you believe that what this association needs is a 
good five-cent cigar? (editorial), 454-455 
CAMPBELL, JOAN 
(with John N. Theall, Frieda O. Weise, and Dana M. 
McDonald) Development of criteria and 
procedures for appointment, promotion, and 
tenure of library faculty in an academic 
health sciences library, 46-52 
CARTER, HARRIET H. 
Evaluation of first-class mail service of the MLA Ex- 
change (letter), 71 
(with Raymond A. Palmer) The operation of a ra- 
tional acquisitions committee, 61-63 
Catalog cards 
Catalog card production with a programmable ter- 
minal (McTigue et al.), 13-16 
Cataloging and classification 
Centralized automated cataloging of health science 
materials in the MLC/SUNY/OCLC 
shared cataloging service (Raper), 231-242 
Classification and audiovisuals (Brantz and Forsman), 
261-264 
Reclassification in a small decentralized medical li- 
brary (Tong, Brennen, and Byrd), 354-359 
Reclassification of a small hospital library collection 
(Compton), 379-381 
The Stellenbosch University Medical Library slide 
classification, storage, retrieval, and issue 
system (Visser), 377-379 
CAVANAGH, G. S. T. 
report, 157 
CHEN, CHING-CHIH 
A citation analysis of the Bulletin of the Medical Li- 
brary Association, 290-292 
Cherami, Helen Bayne 
Obituary (Pasmik), 499-500 
CHESHIER, ROBERT G. 
Providing library services in a time of fiscal crisis: al- 
ternatives, 419-424 
Cincinnati, University. Health Sciences Library 
New library buildings (Lorenzi and Bentley), 360-367 
Circulation analysis 
A method for deleting selected journals (McKeehan), 
388-390 
Citation analysis 
A citation analysis of the Bulletin of the Medical Li- 
brary Association (Chen), 290-292 
Classification, see Cataloging and classification 
CLAUSMAN, GILBERT J. 
President, Medical Library Association, 1977/1978 
(Brandon), 393-395 
President’s Page, 457 
COLAIANNI, LoIs ANN 
Librarians in hospitals: you andthe MLA. A revisit in 
1977 (editorial), 67-68 
THEODORE H., Jr., 
Dorothy A. 
Columbia University. College of Physicians and Surgeons 
New library buildings: the Augustus Long Health 
Sciences Library of the College of Phy- 
sicians and Surgeons, Columbia University 
(Jones), 277-286 
COMPTON, ANNE 


Reclassification of a small hospital library collection, 
379-381 


‘COLEMAN, see SPENCER, 


Bull. Med. Libr. Assoc. 65(4) October 1977 


| 

| 

| 

| 

| 
| 

| 


INDEX TO VOLUME 65, 1977 


Continuing medical education 
Determination of continuing medical education needs 
of clinicians from a literature search study 
(Wender et al.). Part I. The study, 330-337; 
Part II. Questionnaire results, 338-341 
On-line literature retrieval as a continuing medical 
education course (Bowen), 384-386 
Cooperation among libraries 
Coordinators for health science libraries in the Mid- 
west Health Science Library Network 
(Holtum, McKloskey, and Mahan), 224-230 
Copyright 
Predicting the impact of copyright specifications on 
interlibrary borrowing (Middleton), 449-451 
CRAIG, JAMES F. 
(with Suzanne F. Grefsheim) Intraschool cross-index- 
ing system to encourage sharing of depart- 
mental collections, 382-384 
CRAWFORD, DavipDS. 
report, 150 
review, 76-77 
CRISPEN, JOANNE 
report, 174 
Current awareness services 
SDILINE service in a hospital library (Williams), 
447-449 


D’ ANNA, EDwarbD J. 

Health care information (letter), 458 
Darrach, Marjorie J. 

Obituary (McNamara), 318-319 
Davis, ELISABETH B. 

(with Diana E. Northup, Phyllis C. Self, and Mitsuko 
Williams) A two-phased model for library 
instruction, 40—45 

DENFELD, Kay F. 

Library service to physicians in Washington state, 

381-382 
Departmental collections 

Departmental libraries: why do they exist? 
(Stefanacci, Wood, and Huff ), 433-437 

Intraschool cross-indexing system to encourage shar- 
ing of departmental collections (Craig and 
Grefsheim), 382-384 

Divett, Rosert T., see Bess, ELVIN D. 


EaKIN, DOTTIE 
review, 398-399 
Editorials 
Are the editors biased? (Werner), 68 
Do you believe that what this association needs is a 
good five-cent cigar? (Caldwell), 454-455 
Legislation and you (Oppenheimer), 455-456 
Librarians in hospitals: you and the MLA. A revisit in 
1977 (Colaianni), 67-68 
What kinds of articles are you looking for? (Lewis), 
300 
Eileen R. Cunningham International Fellowship, see 
under Medical Library Association. Annual 
Meeting 
Excerpta Medica 
Excerpta Medica abstracting journals: a case study of 
costs to medical school libraries (La Rocco 
and Feng), 255-260 
Exchange of library materials 
Evaluation of first-class mail service of the MLA Ex- 
change, letter (Carter), 71 


Bull. Med. Libr. Assoc. 65(4) October 1977 


Faculty status of librarians 
Development of criteria and procedures for appoint- 
ment, promotion, and tenure of library 
faculty in an academic health sciences li- 
brary (Campbell et al.), 46-52 
Rank and promotion of library faculty in a health 
sciences university (Spencer et al.), 342-348 
Fees for library service 
Providing library services in a time of fiscal crisis: al- 
ternatives (Cheshier), 419-424 
Felter, Jacqueline W. 
Obituary (Brodman), 84 
FENG, CyRIL, see La Rocco, AUGUST 
FEUER, SYLVIA 
The circuit rider librarian, 349-353 
FOREMAN, GERTRUDE 
report, 119 
FORSMAN, RICK, see BRANTZ, MALCOLM H. 
FRANCISCO, CECILIA B., see JEUELL, CAROL ANN 
FRASER, HELEN A. 
Emerson Crosby Kelly (obituary), 499 
FREDERICKSEN, RICHARD B. 
review, 72 
FRUEHAUF, ESTHER L., see VENT, MARILYN S.; 
WENDER, RUTH W. 
Fry, Alderson 
Obituary (Adams), 317-318 


GILMAN, LELDE B. 
report, 183 
GILMER, ANN 
report, 150 
GOLDSTEIN, RACHAEL K. 
report, 169 
Women and health sciences librarianship: an 
overview, 321-329; [comment] (Teich), 458 
GRAHAM, IRENE 
Recipients of the Ida and George Eliot Award: 
1962-1977, 483 
GREENBERG, BETTE 
(with Robert Breedlove and Wendy Berger) 
MEDLINE demand profiles: an analysis 
of requests for clinical and research infor- 
mation, 22-30 
GREFSHEIM, SUZANNE F., see CRAIG, JAMES F. 
GRESHAM, SANDRA 
E. A. Stankrauff (obituary), 86 


Hafner, Arthur W. 
Primary journal selection using citations from an 
indexing service journal [comments] (Jones), 
303; (Sandison), 303-304; (Blase), 396 
HALL, VIRGINIA B. 
(with Daniel Krautheim and Baljit S. Hansra) A slide- 
tape program for beginning pharmacy 
students: effect on learning, 443-445 
HAnsRA, BaLyrt S., see HALL, VIRGINIA B. 
HATHORN, ISABEL V. 
[Acknowledgment of Brandon’s list] (letter), 304 
Health care information 
Health care information, letter (D’ Anna), 458 
Health-related legislation 
The Ninety-fifth Congress and health issues: a guide 
to understanding the process (Hubbard), 
459-464 
HENDRICKS, CAYWOOD 
report, 147-150 


INDEX TO VOLUME 65, 1977 


Hitt, SAMUEL 

(with Richard A. Lyders) New library buildings: the 
Houston Academy of Medicine-Texas 
Medical Center Library, 268-276 

Epwin A. 

(with Judith McKloskey and Ruth Mahan) Coordina- 
tors for health science libraries in the Mid- 
west Health Science Library Network, 
224-230 

HomMaN, MICHAEL 

review, 486-487 

Hospital librarians 

Are the editors biased? editorial (Werner), 68 

Librarians in hospitals: you and the MLA. A revisit in 
1977, editorial (Colaianni), 67-68 

The MERMLS Leadership Institute for hospital li- 
brarians: a new concept in extension service 
(Snelbecker, Timour, and Vick), 31-39 

Hospital libraries 

Analysis of interlibrary requests by hospital libraries 
for photocopied journal articles (Morton), 
425-432 

The circuit rider librarian (Feuer), 349-353 

Journal usage at a community hospital library 
(Kamenoff), 58-61 

Reclassification of a small hospital library collection 
(Compton), 379-381 

Retention of journals in a community hospital library 
(Kamenoff), 446-447 

SDILINE service in a hospital library (Williams), 
447-449 

Space utilization in hospital libraries with space 
shortages (Klein), 63-65 

Houston Academy of Medicine 

New library buildings: the Houston Academy of 
Medicine-Texas Medical Center Library 
(Hitt and Lyders), 268-276 

HOWARD, FRANCES H., see WEST, RICHARD T. 
HUBBARD, PAUL H. 

The Ninety-fifth Congress and health issues: a guide 

to understanding the process, 459-464 
Hurr, Laura D., see STEFANACCI, MICHAL A. 


Ida and George Eliot Award 
Recipients, 1962-1977 (Graham), 483 
IFLA (International Federation of Library Associa- 
tions), see under Medical Library Associa- 
tion. Annual Meeting 
IFSHIN, STEVEN L. 
review, 488-489 
Indexes and abstracts 
Excerpta Medica abstracting journals: a case study of 
costs to medical school libraries (La Rocco 
and Feng), 255-260 
Indexing 
Intraschool cross-indexing system to encourage shar- 
ing of departmental collections (Craig and 
Grefsheim), 382-384 
Information dissemination service 
The clouded crystal ball and the library profession 
(Matheson), 1-5 
Information science 
Analysis of interlibrary requests by hospital libraries 
for photocopied journal articles (Morton), 
425-432 


504 


Information services 
Area health education centers and health science li- 
brary services (West and Howard), 368-376 
Brief survey of public information services at pri- 
vately-supported medical school libraries: 
comparison with publicly-supported medical 
school libraries (Jeuell, Francisco, and Port), 
292-295 
Estimating the satisfaction of information users 
(Tagliacozzo), 243-249 
Instruction in library use 
A college course for nurses on the utilization of library 
resources (Walser and Kruse), 265-267 
Improved library services through user education 
(Poyer), 296-297 
On-line literature retrieval as a continuing medical 
education course (Bowen), 384-386 
A slide-tape program for beginning pharmacy 
students: effect on learning (Hall, Krau- 
theim, and Hansra), 443-445 
A two-phased model for library instruction (Davis et 
al.), 40-45 
Interlibrary loans 
COCTAILS: automated interlibrary loan statistics at 
Health Sciences Library, SUNYAB 
(O’Connell and Miller), 250-254 
Predicting the impact of copyright specifications on 
e interlibrary borrowing (Middleton), 449-451 
Inventories 
Inventory of a monograph collection (Bowden), 
-446 
IsCHE, JOHN P. 
report, 156 


Janet Doe Lecture 
Foundations of medical librarianship (Meyerhoff), 
409-418 
JEUELL, CAROL ANN 
(with Cecilia B. Francisco and Jane S. Port) Brief 
survey of public information services at pri- 
vately-supported medical school libraries: 
comparison with publicly-supported medical 
school libraries, 292-295 
Job analysis 
The organization of successful participative manage- 
ment in a health sciences library (Wood), 
216-223 
JOHNSON, BARBARA COE 
report, 92-95 
JOHNSON, Roy C. 
report, 151 
JONES, C. LEE 
Journal selection (letter), 303 
New library buildings: the Augustus Long Health 
Sciences Library of the College of Phy- 
sicians and Surgeons, Columbia University, 
277-286 
Substitute a suggestion book for your suggestion box, 
386-388 
Journal Notes (Beatty), 81-83, 312-315, 405-407, 
495-497 
Journal selection, see Serials selection 


KAMENOFF, LOVISA 
Journal usage at a community hospital library, 58-61; 
[comment] (Lansing), 396-397 


Bull. Med. Libr. Assoc. 65(4) October 1977 


INDEX TO VOLUME 65, 1977 


Retention of journals in a community hospital library, 
446-447 
Kelly, Emerson Crosby 
Obituary (Fraser), 499 
KERKER, ANN E. 
The big picture (President’s inaugural address), 
184-188 
Growth (President’s Page), 301 
President’s Page, 69-70 
reports, 95, 153, 153-154, 173-174 
KLEIN, MICHELE SCHUTTE 
Space utilization in hospital libraries with space 
shortages, 63-65 
KRAMER, CECILE E. 
report, 112 
KRAUTHEIM, DANIEL, see HALL, VIRGINIA B. 
KRONICK, Davip A. 
review, 484 
KRUSE, KATHRYN W., see WALSER, KATINA P. 
Kwan, JULIE KUENZEL 
review, 72-73 


LANGE, R. THOMAS 
report, 168 
LANSING, JAMES W. 
Journal usage (letter), 396-397 
La Rocco, AUGUST 
(with Cyril Feng) Excerpta Medica abstracting 
journals: a case study of costs to medical 
school libraries, 255-260 
LAZEROW, SAMUEL 
report, 182 
LEMKAU, HENRY L., JR. 
report, 155-156 
Letters to the Editor 
[Acknowledgment of Brandon’s list] (Hathorn), 304 
Estimating satisfaction of information users (Van 
Camp), 458 
Evaluation of first-class mail service of the MLA Ex- 
change (Carter), 71 
Health care information (D’ Anna), 458 
Journal selection (Jones), 303 
Journal usage (Lansing), 396-397 
Nigerian libraries (Amosu), 302-303 
Periodical prices: U.S. medical titles (Barry), 71 
Sampling citations (Sandison), 303-304 
Searching MEDLINE for nursing literature (Blase), 
396 
Women and health sciences librarianship (Teich), 458 
Lewis, ROBERT 
report, 112 
What kinds of articles are you looking for? (editorial), 
300 
Librarianship 
The clouded crystal ball and the library profession 
(Matheson), 1-5 
Library and the public 
Improving library effectiveness through a 
sociophysical analysis (Ambrose and Am- 
brose), 438-442 
The Mount Sinai Medical Center Library user survey 
(Port), 289-290 
Library legislation 
The Ninety-fifth Congress and health issues: a guide 
to understanding the process (Hubbard), 
459-464 


Bull. Med. Libr. Assoc. 65(4) October 1977 


Library service 
Area health education centers and health science li- 
brary services (West and Howard), 368-376 
The circuit rider librarian (Feuer), 349-353 
Improved library services through user education 
(Poyer), 296-297 
Library service to physicians in Washington state 
(Denfeld), 38 1-382 
Providing library services in a time of fiscal crisis: al- 
ternatives (Cheshier), 419-424 
LOEPPRICH, JOYCE 
report, 177 
LORENZI, NANCY M. 
(with Patricia W. Bentley) New library buildings: 
Health Sciences Library, University of Cin- 
cinnati, 360-367 
LoSasso, JOHN S. 
report, 115-117 
LYDERS, RICHARD A. 
report, 169-170 
see also HitT, SAMUEL 


McC Lure, LUCRETIA 

report, 167 
McDANIEL, WALTON Brooks, 2d 

Obituary (Morse), 498-499 
McDona_p, Dana M., see CAMPBELL, JOAN 
MCILVAINE, PAUL M. 

(with Malcolm H. Brantz) Audiovisual materials: a 

survey of bibliographic controls in distribu- 
tors’ catalogs, 17-21 
McKEEHAN, Nancy C. 

A method for deieting selected journals, 388-390 
MCKLOSKEY, JUDITH, see HOLTUM, EDwin A. 
McNamara, Mary E. 

Marjorie J. Darrach (obituary), 318-319 
MCTIGUE, ELIZABETH 

(with Mary Elizabeth Robinson, Barry Saver, and 

Claire K. Schultz) Catalog card production 
with a programmable terminal, 13-16 
MAHAN, RUTH, see HOLTUM, EDwiIn A. 
MaInNa, WILLIAM E. 
review, 73 
Management, library 
Library management in the tight budget seventies: 
problems, challenges, and opportunities 
(White), 6-12 

The MERMLS Leadership Institute for hospital li- 
brarians: a new concept in extension service 
(Snelbecker, Timour, and Vick), 31-39 

The organization of successful participative manage- 
ment in a health sciences library (Wood), 
216-223 

MATHESON, NINA W. 

The clouded crystal ball and the library profession, 
1-5 

Introduction. The Ninety-fifth Congress and health 
issues: a guide to understanding the process 
(Hubbard), 459 

reports, 163-165, 181 
May, ARLEE 

report, 146-147 
Medical Library Association 

Annual Meeting, 1976, Minneapolis, Proceedings, 

87-189 
Annual banquet, 145 
Auditor, report, 98-111 


INDEX TO VOLUME 65, 1977 


Medical Library Association (continued) 
Bulletin Editor, report, 112 
Business sessions, 92-132, 145-184 
Bylaws, 120-127 
Bylaws index, 127-132 
Committee reports 
Bibliographic Projects and Problems, 119 
Bylaws, 119-132 
Certification, 146-147 
Committee on Committees, 95 
Continuing Education, 147-150 
Curriculum, 150 
Editorial committees 
Bulletin, 150 
Handbook of Medical Library Practice, 151 
MLA News, 151-152 
Vital Notes, 152-153 
Elections, 153 
Exchange, 154-155 
Finance, 95-97 
Health Sciences Libraries Survey, 155-156 
Health Sciences Library Technicians, 156 
Honors and Awards, 156 
Honors and awards subcommittees 
Ida and George Eliot Prize, 156 
Janet Doe Lectureship, 157 
Murray Gottlieb Prize, 157 
Rittenhouse Award, 157 
International Cooperation, 157-163 
Legislation, 163-165 
MLA/NLM Liaison, 165-167 
Membership, 167 
Nominating, 153-154 
Program and Convention, 167-168 
Publication, 168 
Recruitment, 169 
Scholarship, 169-170 
Steering Committee for the Development of 
Certification Examinations (Ad Hoc 
Committee), 118-119 
Surveys and Statistics, 170-171 
To Examine the Status and Economic Interests 
of Health Sciences Library Personnel 
(Ad Hoc Committee), 117 
To Study MLA Group Structure (Ad Hoc Com- 
mittee), 117-118 
Concurrent Session, 141-142 
Continuing education courses, 91 
Education, Director of, report, 112-115 
Eileen R. Cunningham International Fellowship 
qualifications and terms of award, 159-160 
Executive Director, report, 115-117 
General sessions, 133, 142, 188-189 
Group meetings (dinners, luncheons) 
Dental, 133 
Health Sciences Audiovisual, 134 
History of Medicine, 137 
Hospital Libraries Interest, 137 
Medical Library Education, 133-134 
Medical School Libraries, 135 


Research Libraries, 133 
Veterinary Medical Libraries, 136 
Honors and Awards luncheon, 132-133 
IFLA (International Federation of Library 
Associations), membership in, position 
paper, 160-163 
MLA News, Editor, report, 112 
Open Forum, 137-141 
Opening session, 91-92 
Poster Presentations, 143-145 
Preconference activities, 91 
President, report, 92-95 
President’s inaugural address 
(Kerker) The big picture, 184-188 
Representatives and Delegates, reports 
ALA Catalog Code Revision Committee 
(CCRC), 174-175 
ALA/RASD Bibliography Committee, 173-174 
ALA Reference and Adult Services Division. 
Cooperative Reference Services Com- 
mittee, 174 
ALA Reference and Adult Services Division. In- 
terlibrary Loan Committee, 174 
ALA Resources and Technical Services Division. 
Committee on Interlibrary Networks, 
175 
Advisory Board of the National Translations 
Center, 171-172 
American Association for the Advancement of 
Science. Section T and Section N, 172 
American Association of Colleges of Pharmacy, 
Inc. Librarians’ Section, 172-173 
American National Standards Institute 
Committee Z39 on Library Work, Docu- 
mentation, and Related Publishing 
Practices, 175-177 
Committee Z85 on Standardization of Library 
Supplies and Equipment, 177 
American Society for Information Science, 
177-178 
Committee on Inter-Society Cooperation, 178 
Association of American Library Schools/Con- 
tinuing Library Education Network, 
178-179 
Bridging Committee for a Fourth International 
Congress on Medical Librarianship, 179 
Continuing Library Education Network and Ex- 
change (CLENEB), 179 
Council of National Library Associations, 
179-180 
Joint Committee on Library Education, 
180-181 
Council on Library Technical Assistants, 181 
Federal Library Committee, 181 
Health Sciences Communications Association, 
Liaison, 181-182 
Interagency Council on Library Resources for 
Nursing, 182 
Joint Committee on the Union List of Serials, 182 
Universal Serials and Book Exchange, Inc., 183 


Medical Society Libraries, 134 Annual Meeting, 1977, Seattle (Stock), 53-57 
Mental Health Librarians, 135 Committee charges and appointments, 1977/78, 
Military Medical Libraries, 135-136 464-482 
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Continuing Education Committee, 467-468 
Coordination of Standing Committees for Certifica- 
tion, Committee on, 467 
Editorial committees 
Bulletin, 468 
MLA News, 468 
Elections Committee, 468-469 
Exchange Committee, 469 
Executive Committee, 469 
Finance Committee, 470 
Handbook Consultants Panel (Ad Hoc Committee), 
479-480 
Health Sciences Library Technicians Committee, 
470 
Honors and Awards Committee, 470-471 
Honors and awards subcommittees 
Ida and George Eliot Prize, 471 
Janet Doe Lectureship, 471 
Murray Gottlieb Prize, 471 
Rittenhouse Award, 471-472 
International Cooperation Committee, 472 
Legislation Committee, 472 
MLA/NLM Liaison Committee, 473 
Membership Committee, 473 
National Program Committee, 473-475 
Nominating Committee, 475-476 
Oral History of the Medical Library Association, 
Committee on, 467 
Program and Convention Committee, 476 
Publication Panel, 476 
Recertification Committee, 476-477 
Scholarship Committee, 477 
Steering Committee for the Development of Certifi- 
cation Examinations (Ad Hoc Commit- 
tee), 480 
Surveys and Statistics Committee, 477 
Task Analysis Committees (Ad Hoc Committees), 
480 
To Develop a Statement of Goals of the Medical Li- 
brary Association (Ad Hoc Committee), 
477-478 
To Examine the Status and Economic Interests of 
Health Sciences Library Personnel (Ad 
Hoc Committee), 478 
To Study Interlibrary Loan Practices and Problems 
(Ad Hoc Committee), 478-479 
To Study MLA Group Structure (Ad Hoc Commit- 
tee), 479 
To Study the Feasibility of an Accreditation 
Program for Hospital Libraries (Ad Hoc 
Committee), 478 
Vital Notes Participatory Panel, 482 
Representatives, 1977/78, 480-481 
Medical school libraries 
The relationship of medical school libraries to 
university library systems (Parker), 451-453 


Medical society libraries 
Library service to physicians in Washington state 
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